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114 MECHANICS. 



No. XIII. 
ADJUSTABLE STEP-LADDER. 

The Silver Isis Medal was voted to Mr. C. Jenkins, 

No. 1 Harvey's Buildings, Strand, for his Adjustable 
Step-Ladder ; a Model of which has been placed in the 
Society's Repository. 

Each of the two legs of the step-ladder is furnished with 
a sliding-piece, by drawing out which the legs may be 
either equally or unequally lengthened. This latter 
adaptation would be of no use when the step-ladder was 
put on a plane surface ; but, in painting or whitewashing 
a well-staircase, it would frequently be a great convenience, 
would give greater stability to the ladder, and would 
entirely supersede the necessity of supporting it by leaning 
it against the wall. 



